I 


l^IOL/UU  IN  i 


N°24 


N<?  I 


s£r\£S  OF  POPULAR  ME'-OD/p<T 

ADDAMr.cn  COD  TUI  cr  O 


ARRANGED  FOR  THE 
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MA  RC H  M  EGA N 
THE  RISING  OF  THE  LARK 
MARCH  OF  THE  MEN  OF  HARLECH 
LI  LLA'.S  A  LADV 
SAVOURNEEN  D  EE  LI  S  H 
LA  ROSA  VALS  E 

SHE  WORE  A  WREATH  OF  ROSES 
THE  LAST  ROSE  OF  SUMMER 
HOME  SWEET  HOME  ... 

THE  HEART  BOW’D  DOWN 
W  HAT  ARE  THEWILD  WAV  ES  SAY  I  NO 
WITHIN  A  MILE  OF  ED  !  N  B  O  R  O’ T  O  W  N 
ROUSSEAU’S  DREAM 


A 


/N 

/  i  v 


N?I3  .  BY  THE  SAD  SEA  WAVES 

1  A  .  THE  HARP  THAT  ONCE  THROUGH  TARAS  HALlIS 
15.  ISLE  OF  BEAUTY 

IS.  THE  LASS  OF  RICHMOND  HILL  . 

17.  THE  MAID  OF  LLANGOLLEN 

18.  MY  LODGING  IS  ON  THE  COLD  GROUND 
13.  OFT  IN  THE  STILLY  NIGHT 

2  0.  ROBIN  ADAIR 

21.  ROSE  SOFTLY  BLOOMING 
2  2.  TH  E  WEARING  OF  THE  GREEN 
23.  O  DEAR  WHAT  CAN  THE  MA' — E  ~  F 

24-.  I  DREAMT  THAT  I  DWELT  IN  MARBLE  HALLS 


26.  THE  BLUE  BELLS  OF  SCOTIAND 
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O.  B.DUSSEK 


PRICE  ONE  SHILLING  EACH. 


BOSTON. 

2I8.TREM0NT  STREET. 


LONDON. 

EDWIN  ASHDOWN. 

(Limited) 

9, HANOVE R  SQUARE. 


TORONTO 

144- .VICTORIA  STREET. 
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PERCY  ASHDOWN 

2', 3  TREMONT  ST.,  BOSTON,  MASS 


2 


f 

a  Gma&ca?  a  asa  ia&[aaa»a  saa^a.^ 

jri  •■*  >  9^  * 

(M.W.  BALFE.) 
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O.  B.  Dussek. 


0.  B.DUSSEK.  Harpist’s  friend.  N?  24.. 


Lowe  &  Brydone  Ltd.  Printers  London,  N.W.  10. 
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(ortke 

Piano 

ALEC 

Homoraqn. 
Oriental  Vefae 
Canron«t 
Vales  Impromptu. 


Pnce  1^6  nef  EacH 


LONDON 
EDWIN  ASHDOWN. 

UMITU 

&  Hanover  SquareTL 

COW^tCHT  mCHKIR  >y  SIMM  A^rtOOWM  O* 


SIX  ORIGINAL 

PIANO  PIECES 


BY 


ALEC  ROWLEY. 


PRICE  1/6  NET  EACH. 


FULL  OF  FASCINATING 
CHARM  AND  SPARKLE 


1.  Humoresque 

2.  Oriental  Valse 

3.  Canzonet 

4.  Valse  Impromptu 

5.  Bluette 

6  Novelette 


Humoresque. 


AJ«o  Hewlqr,  Op.tL  Kod- 


With  Hamoor  -  Fast 
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LONDON 

EDWIN  ASHDOWN  LIMITED, 

HANOVER  SQUARE,  W.  1. 
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